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E.O. 11652: N/A 
TAGS: ETRN, AU 

SUBJECT: CIV AIR - CHARTER UNDERSTANDING 
REF : (A) STATE 185871 (B) VIENNA 7944 

1. REQUEST STATUS OF DRAFT ABC/TGC MEMORANDUM OF 
UNDERSTANDING. 

2. OVERSEAS NATIONAL (REF A) NOW APPLYING TO CIVIL 
AERONAUTICS BOARD FOR WAIVER TO OPERATE ABC FLIGHTS 
SCHEDULED TO BEGIN NOVEMBER 7. SINCE ONA FLIGHTS IN 
QUESTION TO BE OPERATED ON BEHALF OF AUSTRIAN TRAVEL AGENCY 
PRESUMABLY TRANSPORTING AUSTRIAN CITIZENS FOR MOST PART, 
AUSTRIAN GOVERNMENT WOULD APPEAR TO HAVE INTEREST IN 
SEEING FLIGHTS OPERATE. 

3. SUGGEST EMBASSY MAKE CLEAR TO AUSTRIAN AUTHORITIES 
UNLESS TGC/ABC MEMO SIGNED AND IN FORCE IN SUFFICIENT TIME 
BEFORE NOVEMBER 7, CAB AT STAFF LEVEL EXPECTED TO DENY 
ONA WAIVER REQUEST. WHILE THIS STAFF ACTION SUBJECT TO 
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APPEAL BY ONA TO BOARD, BASED ON PRECEDENT IN PREVIOUS 
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SIMILAR CASES, IT APPEARS UNLIKELY THAT BOARD WOULD 
AUTHORIZE ABC FLIGHTS PROPOSED LACKING TGC/ABC AGREEMENT 
WITH AUSTRIA. KISSINGER 
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